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NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph.800-994-6322 


0 


PE/CYCLO 2.5-1% OPH 


Description: 

Quantity made: 200 ML 


Batch yield: 200 000 
Qty remaining: 200.0 00 


Date made: 8/23/2012 
Lot number: 0823201 2@61 

Beyond use date: November 21, 2012 .11:33AM 

90 days after compounding date 

Pharmacist: GC 

Technician: S CARTER 

NDC1: 

Packaging: 


Pricing calculatir 
Estimated price 
Ingredient cost 
Device cost 

Time cost 

Profit i 
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2 A09'.42 OUT 
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Log Instructions & Notes 


J 


Originally made as: 200 PE/CYCLO 2.5-1% OPH 

Calculated lot number: 08232012@61 Beyond use date: 1 1/21/2012 
FORMULA INSTRUCTIONS: 

THIS FORMULATION IS A STERILE FORMULA 77QV AND MUST BE MADE BY A PHARI^CI&T/TEOHNICIAN WHO HAS BEEN 
APPROPRIATELY TRAINED IN ASEPTICTECHNIQUE. ' 
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